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Drake burners, 231

Driers, chemical, 118, 141, 156

Dripping generators, 35, 79

Drums of carbide, IS

Dry process of generation, IOC

Dufour, addition of air to acetylene,
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" Dummies " in gasholder tanks, Si)
Dust and incandescent lighting, 3,
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in acetylene, 143, 104, 227

carbide, 21, 299, 300

of gases, 108
Eitner, explosive limits of acetylene,
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and   ;lveppcler,   estimation   of

phosphine, 315
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lighting, cost, and efficiency of,
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Elta burner, 234
Endotherinie compounds, 29, 30
nature of acetylene., 43, 183
Engines, use of acetylene in, 253, 203
Enrichment, value of acetylene for,

257, 277, 278
with acetylene, 274
ftpurone purifying material, 158
Equations,   chemical,   meaning   of,

22, 41
Erclmann, acetylene as a standard of

light, 187

colour of acetylene flame, 180
production of alcohol, 11)0
Ethyleno, formation of from acety-
lene, 183

heats  of formation  and com-
bustion of, 185
ignition temperature of, 173
Exhaustion of air by flames, 3, 10
Exothermic compounds, 29, 30
Expansion of gaseous acetylene, co-
efficient of, 170
of   liquid acetylene coefficient

of, 170, 200 '

various coefficients of, 170, 200,
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Explosibility of carbide, 59
Explosion of chlorine and acetylene,

189

of compressed acetylene, 267
Explosive compounds of acetylene

and copper, 191
effects of acetylene dissociation,

44, 207

limits, meaning of term, 175
of acetylene, 174, 176, 214,

244

of various gases, 177, 262
nature of acetylene, 183
wave, speed of, in gases, 262
Expulsion of air from mains, 215

FACED joints for acetylene, 211
Falk, Stadelmann and Co., boiling-
ring, 253
burners, 235* 295
cycle-lamp burner, 295
Ferric hydroxide purifier, 153
Fery, temperature of flames, 173
and Violle, acetylene as standard
of light, 187
Filters for acetylene, 143, 146, 294 ]
Filtration, 164
Fire Offices Committee Regulations
(British), 19, 118
risks of acetylene apparatus, 18,
19, 118
carbide, 17, 18
flame illnminants, 14
Underwriters,   United    States,
Regulations, 19, 47, 68,
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cc Firing back " in incandescent bur-
ners, 242, 244
self-luminous burners, 234
Fish, action of lime on, 16G
Fittings for acetylene, quality of, 214
Flame, colour of, air-gas, 12
atmospheric acetylene, 162, 180
coal-gas, .180
incandescent acetylene, 242
self-luminous acetylene, 2, 180,
241
Flame ill u in in ants, risk of lire with,
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of acetylene containing air, ISO,
steadiness of acetylene, 2